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HLRP  (06-19-76): 


"I  don't 
back  in 
or  not . 
to  face 


know  if  when  the  house  was  moved 
1913  the  butternut  tree  was  there 
This  side  of  the  house  [East]  used 
the  road . " 


October  22,  1977 

SRP :  "When  was  the  plumbing  put  in  the  house?" 

HLRP:  "In  1913.  The  house  was  wired  in  that  year  too. 

Before  the  electricity  was  put  in  it  was  kerosene 
lights.  That  was  when  the  steam  heat  was  put  in 
too...  That's  the  one  thing  I'm  mad  at  my  ancestors 
about — they  never  had  a  fireplace." 


05-23-78 

HLRP:  "Aunt  Nettie  always  used  to  recite  how  many  yards  of 
carpeting  there  were  in  the  old  dining  room  at  The 
Homestead.  The  dining  room  was  probably  between 
the  kitchen  and  the  house." 


HLRP  (05-22-78): 

"The  old  garage  was  the  original  house  on  the  place  [The 
Russell  Homestead]." 


HLRP.  Before  the  radiators  were  put  in,  there  were  stoves  and  stove  pipes 
that  went  up  through  the  rooms  and  out  through  the  attic.  One  day 
out  of  every  week  you  had  to  clean  the  chimneys." 


